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PATIENT NAME 

IGNACIO, ZENAIDA 

DOB AGE 

MAR 05 1950 66 Y 


SEX REGISTRATION DATE/TIMEYOUR REF 

F SEP 23 201 6 1 1 :40 PL0005397A 


MYHEALTH - ALABANG 
REFERRING DOCTOR 

REGALADO, MARIA TERESA LOURDES, MD 

CAMDEN HEALTH SERVICES, INC. 


ANALYTE 

RESULT 

SI UNIT 

REF RANGE 

RESULT 

CONV UNIT REF RANGE 

Complete Blood Count 






Red Cell Count 

4.45 

1 0 12 /L 

3.80 - 5.50 



Hemoglobin 

131 

g/L 

115-165 



HCT 

0.40 

l/l 

0.35 - 0.47 



MCV 

90 

fL 

78-99 



MCH 

29 

pg 

27-32 



MCHC 

328 

g/L 

300 - 360 



RDW-CV 

11.5 

% 

11.0-15.0 



White Cell Count 

6.40 

10 9 /L 

4.00-11.00 



Neutrophils 

2.96 

10 9 /L 

2.00 - 8.00 

46.2 

% 

Lymphocytes 

2.85 

10 9 /L 

1.00-4.00 

44.6 

% 

Monocytes 

0.36 

10 9 /L 

<= 1.10 

5.7 

% 

Eosinophils 

0.10 

10 9 /L 

<= 0.70 

1.6 

% 

Basophils 

A 0.12 

10 9 /L 

<= 0.10 

1.9 

% 

Platelet Count 

314 

10 9 /L 

150-400 



Renal Function 






Urea /BUN 

2.7 

mmol/L 

2.5 - 6.7 

8 

mg/dL 7-19 

Uric Acid 

345.0 

umol/L 

150.0-350.0 

5.80 

mg/dL 2.52 - 5.88 

Lipid Studies 






Total Cholesterol 

A 6.99 

mmol/L 

<5.20 

26S 

mg/dL < 200 

Diabetic Studies 






Glucose (Fasting) 

5.18 

mmol/L 

3.50 - 5.50 

93.33 

mg/dL 63.06-99.10 

Urinalysis 






Color 

Yellow 





Appearance 

Clear 





Specific Gravity 

1.018 


1.010-1.030 




RESULT FLAGS ▼ Low ▼ T Critical Low ▲ High A A Critical High 
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ANALYTE 

RESULT 

pH 

6.0 

Glucose 

Negative 

Ketones 

Negative 

Protein 

Negative 

Nitrite 

Negative 

Bilirubin 

Negative 

Urobilinogen 

Negative 

Blood 

Negative 

Leucocytes 

Negative 

Red Blood Cell Count 

0 

White Blood Cell Count 

0 

Epithelial Cells 

None 

Bacteria 

None 

Casts 

None 

Others 

None 


SI UNIT 


REF RANGE 

4.8 - 7.4 


RESULT 


CONV UNIT REF RANGE 


/uL 

/uL 


< 10 
<20 


/hpf 

/hpf 


<2 

<5 


Important Notice 

This lab report is intended to be interpreted by a qualified medical doctor in conjunction with clinical evaluation and other diagnostic procedures. 


Validated by 

Scientist 

Pathologist 


Lorena E. Santos, RMT (PRC License# 0034315) 
Bu C. Castro, M.D. (PRC License# 0054833) 


Sample Collection Date/Time 

EDTAWB Sep 23 2016 11:40 

FluorideF Sep 23 2016 11:40 

Serum Sep 23 201 6 1 1 :40 

Urine Sep 23 2016 15:43 


Test Status 

Released 


Basic 2, Urea / BUN, Uric Acid, Total Cholesterol, Glucose (Fasting) 
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Level 3 Document 


myHEALTH 



Title: 


Better Ways To Better Health 


RADIOLOGICAL REPORT 


Document Code: 

Myhealth-RAD-F-020-00 

Effective: 


06.05.2014 


Name : IGNACIO, ZENAIDA 

Case no.: MHC- 212581 

Age: 64 Y/O 

Sex: FEMALE 

Referring Physician : DR. NER 

Date: SEPTEMBER 23, 2016 

Examination: CHEST PA 

Company: PHILAM LIFE 


Suspicious opacities are seen in both upper lungs. 

Heart is not enlarged. 

Aorta is atheromatous. 

Diaphragm, sulci and bony thorax are intact. 

IMPRESSION: 

APICOLORDOTIC VIEW IS SUGGESTED FOR FURTHER EVALUATION 
ATHEROMATOUS AORTA 



This result is best interpreted by your attending physician in correlation with your clinical data, 
imaging and other laboratory results. 
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Electrocardiogram Report 
Name: IGNACIO, ZENAIDA 

Patient's no: 16- 3926 

Birth Date: 03/05/1950 

Physician: DR. RHEY FELIPE 


Date: 09/23/2016 

Age: 64y/o 

Sex: FEMALE 


PR: 154ms 

QRS: 86ms 

QT: 400ms 

Rate: 67bpm 


Interpretation: 

NORMAL SINUS RHYTHM 


^6 


LOUDON E. ANTONIO. IV1D. FPCP, FPCC 
Cardiologist 
Prepared by: ADB 
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